FAX 



CC: 


Date 06/17/97 


| Number of peg 

m including cover sheet 2 

FROM: 

G. N. Kuruc, Jr. 

R. J. Reynolds Tobacco 
Company 

400 Raritan Center 

Parkway 

Edison, NJ 08689 

-;--— 

... . ... 

Phone 

908-225-4774 

Fax Phone 

908-417-9076 


REMARKS: □ Urgent [x] For your review □ Reply ASAP n Please Comment 

Carol: 

Attached is a planogram for the 4x4x4 w/glass enclosure setup. Please note the following with 
regard to the Marlboro Store which I visited yesterday. 

- Philip Morris has placed their brands on the entire back fixture. No rows were allocated to 
Loriilard and BAT as indicated on the planogram. PM has 36 more rows then they need in this 
store. 

- I will need 8 more for an RJR Contract. 

- Shelving in the glass enclosure should be adjusted to 6 high top, and 5 high on 2nd and 3rd 
shelves to accommodate all brands. 

Please let me know if this planogram can be implemented, and which stores it will involve. 
Thanks! 




Source: https://www.industrydocuments.ucsf.edu/docs/ygxyOOOO 
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FROM I PATHMARK 

Jlill VH/I'J 




PHONE NO. : 9084993253 
MBljy3tW-6<i4<i 


1 .•'■rVMnWa.W 

. .'i 


«U8/HW 


May. 09 1997 02:49PM P2 

■Drum Li in 



X;' 


A.f 


SPEC IF/CATJONS 


ROWS: 

264 

FOR: PATHMARK 

CAPACITY 

1,176 

4X4X4 5 SHELF/GLASS ENCLOSURE 

DATE: 

May-9? 

Howell 

AUTHORIZED BY. 


POG #576 


COMPANY 

SHARE 

OF MKT 

ROWS 


RACK 

SHARE 

$ MONTH’ 

$ YEAR 




PHILIP NORRIS 

54.7 

144 

612 

52 




IU. REYNOLDS 

15.6 

SB 

260 

' 23.8 




LORRILLARD 

13.8 

31 

131 

11.1 




B&W 

12 

26 

118 

10.3 




NO FRILLS 

2 

7 

35 

2.1 




L&M 

wmwm 

o 


0 




















TOTAL 


264 

-LIU. 






GLASS 


4FT 

4FT 

4FT 

ENCLOSURE 

PM 

PM 


PM 


RJR 

12 ROWS 


12 ROWS 


12 ROWS 


28 ROWS 

5 HIGH 


5 HIGH 


5 HIGH 


5 HIGH 

PM 


PM 


PM 


RJR 

12 ROWS 


12 ROWS 


12 ROWS 


28 ROWS 

4 HIGH 


4 HIGH 


4 HIGH 


5 HIGH 

PM 


PM 


M 

U 

OR. BAW NO FRILLS 

12 ROWS 


12 ROWS 


12 ROWS 


7ft 14R 7R 

4 HIGH 


4 HIGH 


4 HIGH 


5 HIGH . 

PM 


PM 


PM 


12 ROWS 


12 ROWS 


12 ROWS 


•1 HIGH 


4 HIGH 


4 HIGH 


LORILLARD 


LORILLARD 


B4W 


12 ROWS 


12 ROWS 


12 ROWS 


4 HIGH 


4 HIGH 


.4 HIGH 
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RJR CIGARETTE PLANOGRAM 
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FROM : PATHMARK 

JlillMUHX 



SPECIFICATIONS 


PHOhE NO. : 9084993253 
M 6VY WW'W 



»«*«* 
'.-■ w-' '■> 


■JMaw 



May. 09 1997 02549PM P2 

arum i;nn 


Q£0 i/UO^ 


ROWS: 

264 

FOR: PATHMAftlC 

capacity: 

1,176 

4X4X4 5 SHELF/6LASS ENCLOSURE 

DATE: 

May-9? 

Howell 

authorized by: 


POG #576 


COMPANY 

SHARE 

OF MKT 

ROWS 

CTNS 

RACK 

SHARE 

$ MONTH‘ 

$ YEAR 




PHILIP MORRIS 

54.7 

h” 144 

612 

52 




RJ. REYNOLDS 

15.8 

55 

280 

23.8 




LORRILLARD 

13.8 

31 

131 

11.1 




BfcW 

iZ 

26 

1 18 

10.3 




NO FRILLS 

Z 

7 

35 

2.1 




LAM 

1.7 

0 

0 

0 







- _ - 


• ■ -.— 











TOTAL 


264 

1.176 



;|[ . J|T 



GLASS 


4FT 

4FT 

4FT 

ENCLOSURE 

PM 

PM 


PM 


• • ' - RJR 4 

12 ROWS 


12 ROWS 


12 ROWS 


28 ROWS 

5 HIGH 


5 HIGH 


5 HIGH 


5 HIGH <) 

PM 


PM 


PM 


-'‘•RJR - -2 

12 ROWS 


12 ROWS 


12 ROWS 


. 28 ROWS I 

4 HIGH 


4 HIGH 


4 HIGH 


S HIGH t.-v,! 

PM 


PM 


PM 

! u 

OR, BfcW NO FRILLS 

12 ROWS 

A 

12 ROWS 


12 ROWS 


7 R 14 R 7R 

4 HIGH 


4 HIGH 


4 HIGH 


5 HIGH 

PM 


PM 


PM 


12 ROWS 


12 ROWS 


12 ROWS 


HIGH 


“4 HIGH 


4 HIGH 


LORILLARD 


LORiLLARO 


8&W 


12 ROWS 


12 ROWS 


12 ROWS 


4 HIGH 


4 HIGH 


4 HIGH 
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